To:  Hestmark,  Martin[Hestmark. Martin@epa.gov];  Way,  Steven[way. steven@epa.gov];  Wharton, 

Steve[Wharton. Steve@epa.gov];  Wail,  Dan[wali.dan@epa.gov] 

Cc:  Peterson,  Cynthia[Peterson. Cynthia@epa.gov];  Sisk,  Richard[Sisk. Richard@epa.gov];  Rudy, 

Michaei[Rudy.  Mike@epa.gov] 

From:  Schmittdiei,  Paula 

Sent:  Fri  4/25/2014  4:21 :56  PM 

Subject:  FW:  Siiverton  Standard 

standard4-24-14.pdf 


Here  is  an  article  on  the  Siiverton  Standard  from  yesterday.  It  doesn’t  summarize  the 
meeting  on  Wednesday  night  but  instead  summarizes  Sunnsyside’s  9-step  plan  and 
makes  a few  statements  that  I think  are  incorrect.  Specifically: 

1 . “...situation  worsened  in  the  last  few  years  altho’  recent  indications  that  the  problem 
has  stabilized.” 

2.  “Environmental  officials  have  pointed  to  dissolved  zinc  being  the  primary  culprit.” 

SSG  is  making  a number  of  statements  about  costs  and  what  is  achievable  with  a WTP 
but  of  course  all  focused  on  Cement  Creek. 

Paula  Schmittdiei 

Remedial  Project  Manager 

U.S.  Environmental  Protection  Agency 

1595  Wynkoop  St. 

Denver,  CO  80202 

Office:  303-312-6861 

Fax:  303-312-7151 

Cell:  720-951-0795 

From:  Peterson,  Cynthia 
Sent:  Friday,  April  25,  2014  7:38  AM 
To:  Schmittdiei,  Paula 
Subject:  FW:  Siiverton  Standard 

Here  you  go. . . 


Cynthia  Peterson 
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Community  Involvement  Coordinator 


Public  Affairs  and  Community  Involvement 
U.S.  Enviromiiental  Protection  Agency,  Region  VIII 
1595  Wynkoop 
Denver,  CO  80202-1129 


303-312-6879  - direct  dial 

From:  Elmore,  Marcus 
Sent:  Thursday,  April  24,  2014  10:34  AM 
To:  Peterson,  Cynthia 
Subject:  Silverton  Standard 

This  week’s  issue  is  attached. 

Best, 

Marcus 


Marcus  Elmore,  PhD,  MLS 
Librarian  II  (A  SRC  Primus  contractor) 

US  EPA  Region  8 Technical  Library 
1595  Wynkoop  St. 

Denver,  CO  80202 

(303)312-6119 

elmore.marcus@epa.gov 

Library  hours:  8:00  a.m.  - 4:00  p.m.,  M-Th 

Please  tell  us  how  we're  doing  by  rating  our  customer  service: 

http : //  WWW,  surve  vm  onkev  .com/ s/epalib  survey 
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